disability claim, and respondent's counsel confirmed that the
respondent made the payment to Mr, Jackson and that the work-
men's compensation carrier will be billed for the payment.
Counsel also confirmed that the payment was made pursuant to
the workmen's Compensation Court claim for temporary total
disability.  The question of permanent disability compensation
is still pending. The temporary benefits are in connection
with Mr. Jackson's back and eye injuries.  Mr. Jackson con-
firmed that he is in contact with his lawyers regarding these
claims, and respondent's counsel stated that he is still await-
ing medical evaluations from Mr. Jackson's attorney regarding
his loss of hearing condition and that the matter will be
heard in court within the next 3 or 4 weeks (Tr. 246-249).

Allen G. Howell testified that he is an MSHA District 10
senior special investigator, and he confirmed that he conducted
an investigation of Mr. Jackson's complaint after obtaining his
prior two statements on approximately September 28, 1985.
Mr. Howell stated that he interviewed four complainant wit-
nesses, three respondent witnesses, and three doctors.  He iden-
tified the respondent's witnesses-as Mr. Turner, Mr. Beck, and
Mr. Sisney (Tr. "129-131).  Mr. Howell stated as follows with
respect to the result of his interviews, {Tr. 131-133):

Q.  Whom did you interview for the respondent?

A.  I interviewed Mr, Turner, Mr. Beck, and
Mr. Sisney.

Q.  Were you present this morning for
Mr. Jackson's testimony?

A.  Yes, I was.

Q.     Did you hear him testify that he had been
fired for making safety complaints?

A.     Yes,   I  did.

Q.  Did he tell you that he had been fired for
making safety complaints?

A.  Yes, he did.

Q.  In the course of your investigation, did
you uncover any evidence to support the allega-
tion that he had made safety complaints?

A.  Yes, I did.

378enied that any doctor has advised him that he
